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Ou 


PER 100 POTS 


Roses, Shrubs, Bulbs, 
Many Other Items 
in Full Flower. 


PLANT 


WEIGHT 25 LBS. 



















Suitable for Potting 
Perennials and 
for Late Planting 


Longer Selling Season. 








Per 100 - $ 6.00 
Per 1000 - $50.00 


Packed 100 and 
200 per carton 


3 MONTHS AFTER 
planting in 
the ground. 


Top Diameter 7 in. 
Height 9 in. 
See BOTTOM) oti, 








Bottom Flaps Sealed 





JUST POTTED 


Will last 
6 to 12 months 
on top of ground. 





When placing pots 
on top of ground 
leave a little air 
space around each pot. 





Samples on Request. 


BOULEVARD NURSERIES 
PLANT POTS IN GROUND 


NEWPORT, R. I. 





